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Abstract The male characters of the clavigerine species, Triartiger reductus 
Nomura described from the Tsushima Isis., western Japan are noted. 


Triartiger reductus Nomura was described on the basis of a female collected on 
Mt. Mitake, the Tsushima Isis., Nagasaki Pref., and the male character has not been 
known. Recently, Mr. Hideto Hoshina of Kyushu University kindly gave me a male 
and a female of this species collected from nearly the same locality as the holotype. 
The male character of this species is redescribed below. 

Triartiger reductus Nomura 
[J apanese name: Tsushima-mifushi-higebuto-arizukamushi] 

(Figs. 1-3) 

Triartiger reductus Nomura, 1997, Elytra, Tokyo, 25 : 435-A44. 

Male (Fig. 1 A). Length 1.90mm. Width 0.69mm. Very similar to female (Fig. 
1 B), but antennae (Fig. 2 A) slightly longer than in female (Fig. 2 B), 3rd segment gent¬ 
ly slenderer in propotion than in female; elytra about as long as abdomen in dorsal 
view, slightly longer than in female; mid legs short and robust (Fig. 2 C), trochanters 
elongate, gently thickened distad, femora short and thick, with a large and sharp spine 
on posterior side, tibiae elongate, each slightly thickened distad, with a small denticle 
at apical 1/4 on inner side. 

Male genitalia (Fig. 3) weakly sclerotized; median lobe bulbous and slightly 
broadened apicad in basal part, broad, flattened and narrowed distally in apical lobe, 
basal foramen opening at ventral side of well constricted and projected basal nodule, 
endophallus short and indistinct in shape. 

Specimens examined. 1 male, 1 female, Mt. Mitake, Tsushima Isis., Nagasaki 
Pref., 16—17-X-1999, H. Hoshina leg. 

Distribution. Japan (Tsushima Isis.). 

Remarks. The male genitalia of this species are very similar to those of T. 
urceus Kubota in having the bulbous and gently constricted basal part, and the large 
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Fig. 3. Male genitalia of Triartiger reductus Nomura; A, ventral view; B, lateral view; C, dorsal view. 
Scale: 0.1 mm. 

and apically narrowed apical lobe. The male character in mid legs of this species is 
also in accordance with that of T. urceus. However, each male antenna is longer and 
slenderer than in female in this species, whereas each male antenna is shorter and 
thicker than in female in T. urceus. 
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